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t? Professipnafiy acceptable standards governing toe care, treoimem, and use cf ari mato, including appropriate use of anesthetic, analgesic, and tisrKjujlcsng drugs. prior , to, during, 
arid ioikwtog actual research, teaching, testing, surgery, or experimentation were followed by this research facility. 
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